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SYSGMSG.MDL - system definition file for SYSGEN messages 
Version 'V04-000' 


' 
i eeeeeeeeeeeeeeeeeeeeeeeeeeeHeeeteneneneeeeeeeeeeeeneeeeerereeeeerereerer 


1 St (c) 1978, 1980, 1982, 1984 
is DIGITAL EQUIPMENT CORPORATION, MAYNARD. MASSACHUSETTS. 
te ALL RIGHTS SERVED. 


* 

« 

UIP © 

RESER © 

. ® 
'® THIS SOFTWARE IS FURNISHED UNDER A LICENSE AND MAY BE USED AND series * 
'w ONLY IN emi et WITH THE feRnS OF SUCH LICENSE AND WITH THE * 
'® INCLUSION OF be Res te ilhoi NOTICE. THIS SOFTWARE OR ANY OTHER . 
‘ COPIES THEREOF MAY NOT BE PROVIDED OR OTHERWISE MADE AVAILABLE TO ANY *# 
'w OTHER PERSON. NO TITLE TO AND OWNERSHIP OF THE SOFTWARE IS HEREBY * 
'® TRANSFERRED. * 
! a 
'® THE INFORMATION IN THIS SOFTWARE IS SUBJECT TO CHANGE WITHOUT NOTICE * 
'® AND SHOULD NOT BE CONSTRUED AS A COMMITMENT BY DIGITAL EQUIPMENT * 
'® CORPORATION. * 
: + 
'® DIGITAL ASSUMES NO eye, * 
* 

* 

* 

s 


IBILITY FOR THE USE OR RELIABILITY OF ITS 
!® SOFTWARE ON EQUIPMENT WHICH IS NOT SUPPLIED BY DIGITAL. 
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Z 

2 

2 

s 

$3 io 

9 | FACILITY: VAX/VMS System Macro Libraries 

é ABSTRACT: 

ze This file contains the MDL source for SYSGEN messages 

36 ENVIRONMENT : 

3g i n/a 

39 ! 

40 !-- 

i 

“3 AUTHOR: The VMS Group CREATION DATE: 8-Jun-1978 

49 MODIFICATION HISTORY: 

13 i V03-006 MSH0004 Maryann Hinden 22-Jul-1983 
rt} : Add CANTPOLL. 

29 i V03-005 MSHO003 teryenn Hinden 23-Jun-1983 
2) Add CONFIGERR,NOLOCK ,DEQERR 

2§ i v03-004 MSHO002 aryene Hinden 19-May-1983 
2 Add FAO flag to NOT SCIl. 

56 v03-003 MSHO001 Maryann Hinden 25-Mar-1983 


GeVK nnn eee eee eee ee aL RR 


ADDED MAXUNITS MESSAGE. 
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34 Add NOTASCII, STRTOOLNG. 
§ i V03-002 KDM0087 Kathleen D. Morse 6-Apr-1982 
¢ Add fatal error messages for aul t{-processing. 
1 
86 i v03-001 JLV0206 Jake Yentor 23-MAR-1982 
o7 add EXTENDED and .BASE's 
65 i v02-915 JLV0150 Jake VanNoy 4-Jan-1981 
$6 Add MISMATCH. 
98 i V02-014 JLV0144 Jake Nox 21-Dec-1981 
§ Add NOTPARAM, NOPARAMY oC RE ARFIL, INVPARFIL 
71 | v02-013 LJK0102 Lawrence J. Kenah 16-Dec-1981 
if hdd EMPTYFILE. Change text for SWAPAGINS. 
74 | v02-012 JLV0128 Jake Van Noy 22-0¢ t-1981 
a Add NEXNOTUBA, ENDUGAY SKIPPED. 
77 | V02-071 JLV0106 22-0¢ t-1981 
4 Add SYSVERCHK, se Tmax. ager IN, DRIVENAM, NOSCS. 
80 ! V02-010 JLV0086 Jake VanNoy 22-Sep-1981 
H+ ; Add UNKCPU. 
HE i V9209 MIROO007 Michael I Rosenblum 06-Aug-1981 
a Added NOAUTOCNF message. 
86 ! v0O208  SPF0001 Steve orgey 12-Jun-1981 
HH : Added WRITEACT and URITEC R messages. 
89 ! v0207 JLV0024 Jake ere! 5-Jun-1981 
39 Added NOADAPTER and MAXTOOBIG messages. 
3 i v0206 JLV0018 Jake VanNoy 30-Apr-1981 
+ Add Config error messages. 
95 | v0O105 LMK0004 LEN KAWELL 25-F EB-1980 
38 ADD SWAP/PAGE FILE ALREADY INSTALLED MESSAGE. 
98 | v0104 MK0003 LEN KAWELL 18-F EB-1980 
103 ADD SYSTEM VERSION MISMATCH MESSAGE. 
101 } v0O103 + ~LmK0002 LEN KAWELL 04-NOV-1979 
10 ADDED SHARED MEMORY MESSAGES. 
194 vO102 LMKO0001 LEN KAWELL 09-JUL-1979 
106 


SYSC*55 


0000007C 
SAS 44 'T3 
007C800A 
007C¢8012 
Q07C801A 
007C8022 
007C802A 
ott 94 2 
007C803A 
007C8042 
007L804A 
007C8052 
TAS EL 
007C8062 
007C806A 
tad 9184 
007C807A 
007C8082 
007C808A 
007C8092 
007C809A 
007C80A2 
QO7C80AA 
Bp ec apes 
007C80BA 
tA9 419 
007C80CA 
007C80D2 
poet pps 
7C80E2 
BaoE EA 
7C80F2 
OO7CBOFA 
07¢8194 
07C8112 
O7CB11A 
pee 122 
7C81¢A 
07C€8152 
07C815A 
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DEFINE SYSGEN RELATED ERROR/STATUS VALUES 


! DEFINE ERROR MESSAGES 


-BASE 


0 
NOAUTOCNF 
pag bing 


EMPTYFILE 


ABORT 
CONF QUAL 
wares 


UNK CPU 

NOADAPTER 
MAXTOOBIG 
NEXNOTUBA 
NOTPARAM 


NOPARAM 
CREPARF IL 


N K 
CONF IGERR 
CANTPOLL 


Eizese: 'e8 /SYSTEM /PREFIX=SYSG$_ /MACRO=$SYSGMSGDEF 


<autoconfigure all is inhibited> 

<invalid driver prologue init table value> 

<driver is not unloadable> 

<vector is in use> 

<system page table is full> 

<invalid or unspecified interrupt vector> 

<invalid driver image - DPTSB_TYPE, VBN 2 .NEQ. DYNSC_DPT> 
<unit number greater than maxTmum units spec i Tieg> 

<no shared memory found at specified NEXUS> 

<insufficient shared memory to create specified data structures> 


<shared memory data structures corrupted - reinitialization necessar | 


<specified shared aere name does not match> 
<system version mismatch - function aborted> 

<system version mismatch - reassemble and relink driver> 
<all additional page or swap files oh rpedy instal led> 
<zero-length page or swap file cannot be installed> 


<abort> 

<conflicting qualifiers, request aborted> 
<overflow in floating addresses, illegal configuration> 
<syntax error: ‘!AD' >/FAO=1 

<devices !AC must be entered as !AC >/FAO=2 
<too many of this device type > 

<null file specification > 

<invalid adapter name specified> 

<unknown adapter type encountered> 

<unknown CPU type encountered> 

<no adapter (nexus) number specified> 
<maxunits specified is too Large> 

<nexus is not a UNIBUS adapter 

<not a parameter file> 

<no such parameter> 

<unable to create parameter file> 

<in aiid parameter e> 

<MA780 cannot be used for main neues and system interconnect> 
<Parameter 'AC is not ASCII type>/F A =1 
<specified string is too cone 

<error dequeuing SYSGEN database lock> 
<error obtaining SYSGEN database lock> 
<CONFIGURE process error> 

<Can't rescart poll on process> 


SYSGMSG 


007CA0 


Message definitions 


There were 0 errors, O warnings, 


MESSAGE/LIS=L1S$:SYSGMSG/0BJ= 
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and 
:SYS 


eo 


rn 


61 
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SEVERITY WARNING 

-BASE 512 
OUT RANGE <number cannot be less than 1 or larger than 127 > 
DEVROTKNWN <device not known: /!AD/ >/FAO=1 
NODEV <device not known> 
RSV_ERR <cannot have RSV device = set to zero > 
NODEVADAP <no devices on adapter !Z7L>/FAO=1 
SETMAX <value set to maximum for parameter !AC>/FAO=1 
SETMIN <value set to minimum for parameter !AC>/FAO=1 
NOSCS <error loading SCS code> 
ENDUBA <end of UNIBUS address space> 
MISMATCH <SYSGEN version mismatch with current SYS.EXE> 

SEVERITY INFORMATIONAL 

-BASE 1024 
EQV_NOTICE <equivalent name - device !AD will be output as !AD >/FAO=2 
TWITE <device !AC = count changed from !ZL to !Z2L >/FAO=3 
WRITEACT <ACTIVE system parameters modified by process ID !XL>/FAO=1 
WRITECUR <CURRENT system parameters modified by process ID !XL into file !AS> 
DRIVENAM <driver mame is !AC>/FAQ=1 
SKIPPED <section of address space was skipped> 

END EXTENDED <!AS extended>/FA0=1 


informational messages issued. 
SG MSRC$:SYSGMSG 
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